| I 4 # Part# |Description 


Pulse Enclosure 


applicable to serial numbers 001xxxx 6956 |SPKON4CPCBMTHORZ GRY #4 
3641 S.C BAYONET WIRE SOCKET TINNED 
3647 ]12V 18W SC BAYONET #1141 BULB 
8484 |ADAPTOR,SPEAKER STAND,PLASTIC,BLACK 
| 6 | 8547 [PLASTIC FOOT BLACK 

8458 ]10.5" STRAP HANDLE, PLASTIC COVERS 
| 8 | N252XN [8R 30W1'DRIVER RCF-N252XN 

| 9 | 8879 [M5 .X 10 DIN 7985 MS ZINC SCREW 

7279 12" 8R 150WPGM SPEAKER 

M765 |PL12 GRILL(See note below) 

HORN 60 X CONICAL 1" TRACTRIX 
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NOTE: REPLACEMENT GRILLS ARE ONLY 
SPECIAL ORDER WHILE UNIT IS IN 
PRODUCTION 


Real Gear. 
Real People. 


PL12.xls -PL12 


ftp.yorkville.com/parts Speaker Enclosure 


